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Nautilus 

General  Description 

Nautilus  is  an  octagonal  microphone  array  with  a logarithmic  spiral  arrangement  of  the  elements.  It  picks  up  voices  at  50  to 
75  metres  in  a quiet  environment  or  rejects  interfering  noise  from  the  sides  or  behind  at  shorter  distance.  Nautilus  combines 
the  Angle  Dependant  Filtering  (ADF)  and  Pressure  Zone  Microphone  (PZM)  benefits  of  the  Daniel  Technology  Microphone 
Array  Tile  (MAT)  system  with  logarithmic  spacing  added  to  achieve  outstanding  audio  performance  in  an  easily  deployable 
fixed  size.  Each  panel  is  24  inches  across,  contains  64  elements,  and  connects  to  the  NAP-AMP  controller  by  a single  three 
conductor  cable.  The  panel  is  thin  and  has  a smooth  black  cloth  face.  Duetothe  very  good  electrical  noise  immunity  of  the 
Daniel  Technology  distributed  analogue  processing  technique,  long  runs  of  the  array  output  cable  are  possible.  The  cloth 
face  is  water  and  dust  repellent  as  well  as  highly  wind  resistant  for  outdoor  use.  Some  applications  of  the  Nautilus  are: 
concealed  inside  air  return  ducts,  behind  perforated  ceiling  tiles,  pictures,  STOP  signs,  in  meeting  and  interview  rooms.  For 
extended  outdoor  use,  a special  version  is  available  which  is  fully  weatherproof. 
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